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Quality and Efficiency 
Guaranteed 


CHICAGO, ILL., U.S. A. : 


HE EXPERIENCE of over 40 years in the manu- 
facture of brass, bronze and aluminum devices 
gives real meaning to the Imperial guarantee of 
quality. Any item in this catalog may be purchased with 
full confidence that it will conform to the strict standard 
set by IMPERIAL. 


Its quality is guaranteed. 


In automotive, aeronautical and industrial circles, this in- 
stitution has assisted in the pioneering of new develop- 
ments. Its products have won an enviable place because 
its competent staff of engineers, well equipped laboratory 
and modern equipment produce products meeting the most 
exacting demands. 


Imperial’s years of experience in the design and manu- 
facture of devices requiring expert workmanship and 
modern equipment is a positive assurance of the efficiency 
and economy of Imperial Paint Spray Equipment. Added 
to this assurance is the Imperial guarantee of complete 
satisfaction, 


—O CUO U:: F rP-AMUvUsa= 


PRINTED IN U.S, A. « 
NOVEMBER, 1935 2 


THE IMPERIAL BRASS MANUFACTURING COMP 


Imperial 
Paint Spray Equipment 


In practically every industry where paint. enamel 
or lacquer 1s used, the method of application 1s by 
the spray process. 


The first spray guns were of course limited in efh- 
ciency and confined to the application of certain 
kinds of paint materials. It was not until the ad- 
vent of color pigmented lacquers 1 in 1924 that any 
great development was made in spray guns. 


Most of the spray guns on the market at that time 
would not properly atomize and distribute color 
pigment lacquers with any degree of satisfaction. 
Most of the guns required high pressures to oper- 
ate satisfactorily and the new pigmented lacquers 
required automization and distribution at lower air 
pressure in order to hold the highly volatile sol- 
vents from escaping during the application or 
spraying process. 


This change in paint materials naturally revolu- 
tionized the types of spray guns being used, and 
spray gun manufacturers started a period of t¢- 
search and experimentation which is still being 
carried on. 
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Before Imperial entered into sic manufacture of 
paint spray equipment, exhaustive research was 
made into the existing requirements in this field 
and they set about to develop equipment that 
would have none of the faults formerly encoun- 
tered and would insure perfect results even in the 
hands of inexperienced workmen. 


The spray gun is the most important part of the 
spray unit, and it is essential to have a high grade 


gun if that glossy, smooth finish 1s to be had. 


That the Imperial Paint Spray Gun 1s a marvel of 

simplicity and perfection 1 is now a fact established 

beyond any question. The new type of spray head 
insures an even, regular pattern and the shape of 
the pattern may be changed instantly to suit the E 
needs of the operator. 


The gun 1s simply constructed of the best mate- 
rials, having few working parts, making it easy to 
assemble and disassemble for cleaning. When re- 
assembled, every part automatically aligns so_that 
painting may be resumed without lengthy adyust- 
ments. 


The following pages describe the many outstand- 
ing features of the Imperial Spray Gun and all 
other Imperial Paint Spray Equipment measures 


up to this high standard. 
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The Imperial Hi-Duty Spray Gun 
For Flat or Round Spray 


The Imperial Hi-Duty Spray Gun has 
every feature that should be present in a 
high grade spray gun, and it has proved 
itself to be efficient, accurate and easy tc 
operate. It produces an even flow of mate- 
rial, perfectly atomized and free from 
streaks, thereby assuring a uniform wet 
coat so necessary in securing a good finish. 
It can be used by all classes of painting 
and will atomize paint materials at low air 
pressures. Two air caps 
are furnished. One for 
a fan or flat spray and 
one for a round spray 
—only a few seconds 
are required for the 
change. The _ fluid 
needle is made of stain- 
less steel and is pro- 
vided with a positive 
adjustment which gives 
the operator complete 
control of the material 
at all times. 

The air valve stem is 
also constructed from 
stainless steel and has 
a unique feature in 
that it is not anchored 
to the air valve seat, 
thereby eliminating 
side pull or -wear at 
the valve seat opening. 
The complete air valve 
assembly can be re- 
moved as a single unit. 


No. 67-C 
Hi-Duty Spray Gun with Cup Assembly 


Among other features, the Imperial Hi- 
Duty Spray Gun is easy to dismantle for 
cleaning and is easy to keep clean. It can 
be taken apart in a fraction of the time re-. 
quired by most guns and can be reassem- 
bled just as quickly. When reassembled, 
every part is automatically aligned so that 
painting may be resumed without lengthy 
adjustments. It has an aluminum body, air 
inlet at base of handle, self-centering fluid 
tip concentric wth air 
cap, two-finger trig- 
ger; and the perfect 
balance makes it pos- 
sible to use this gun 
for long period of time 
without tiring. 

Where quick changes: 
of material or variety 
of colors are used, the 
use of a Suction Feed 
Cup Assembly is rec- 
ommended. 


If you desire to change 
to another color it only 
takes a few seconds to 
clean the fluid passage- 
way of gun and remove 
the cup and attach an- 
other, which contains 
the desired color. 


Additional cups No.110 
-C, with No. 79-C plain 
air-tight covers, can be 
furnished where a va- 
riety of colors are used. 


No. 67-C Hi-Duty Spray Gun for flat or round spray, with 1 qt. suction feed cup 
assembly, wrench-and, cleaning brush. + ..vo teniscan ee oie secs se tae wey ney 85 


No. 65-C Hi-Duty Spray Gun for flat or round spray without suction feed cup as- 


BORIS sain OS praia ee ee ee 


PERE AC Yet fer Say ee ee ere A DS 24.85 


No. 66-C 1 qt. Suction Feed Cup Assembly only (consists of Nos. 109-C and 110-C) 4.00 


No. 109-C:Suction Feed Gover Assembly: only... oc... scm e's te eniee cc veetcescewseavees 2.65 
No. 108-C Mason Glass Jar Assembly (includes cover attachments)..............4 2.00 
IN Gehl Oe oath Grp only is ie a cairo aoe as ee eda Seg Eiv ET ee OMS 1.35 
No:279-C Plain Aire Tight Cover. omlyfor Cups sores iilsccss os eci eeebieeecn sian 25 


No. 76-C 24 oz. Suction Feed Cup Assembly only (consists of cup and cover attach- 


ment)=) hss ses Sea eae eae 
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attached at base of handle to permit greatest convenience in manipulating gun. 


Some Features of the 
Imperial Hi-Duty Spray Gun 


Simple. Effective 


Easy to Operate 
and Keep Clean 


Easier to dismantle for cleaning. 
Self-aligning spray head, plug cock type, 
concentric with fluid nozzle. 

Fan spray adjustable to any position by 
simply turning air cap. 

Round spray quickly provided by changing 
air cap, simplifying construction. 


Positive and accurate material control at 
handle. 


Hardened and ground steel fluid tip. 
Stainless steel fluid needle. 

Positive fluid cut-off at nozzle orifice. 
Forged brass air cap. 


10. 
11. 
12; 
a3: 
14. 


15. 


16. 
17, 
18. 
19. 
20. 


Light weight aluminum body. 
Perfect balance. 

Standard %” hose connection. 
Hose connected to base of handle. 
Drawn aluminum suction feed cup. 


Interchangeable pressure feed container 


connection. 

Stainless steel air valve stem. 

Automatic take-up on fluid needle packing. 
Tapering fluid control. 

Simplified construction throughout. 

All parts interchangeable. 


The forged brass air cap with its unique construction eliminates piling up of paint materials on 
face of nozzle; the light weight aluminum body gives maximum lightness, and its construction per- 
mits the greatest ease in disassembling for cleaning. The air hose connection is standard and is 


The drawn alumi- 


num suction feed cup may be interchanged with pressure feed container of any desired size. -The 
automatic spring take-up on fluid needle valve packing nut prevents leakage and the tapering fluid 


nozzle makes possible perfect control from fine line spray to broad ellipse with uniform coverage. 


CHICAGO, ILL. U. S. A. 
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Imperial Junior Spray Gun 


For Flat or Round Spray 


pearance to the Hi-Duty but is smaller in 
size. It has the same simple design and 
construction so that it is easy to operate 
and adjust, and can be dismantled and 
cleaned in a fraction of the time required 
by other guns. When 
reassembled every part 
is automatically aligned 
so that painting may 
| be resumed without 
| lengthy adjustments. 


The flow of material 
| from this Spray Gun, 
| perfectly atomized and 
| free from streaks, as- 
| sures a uniform wet 
coat so necessary in se- 
curing a good finish. 


It is used for auto- 
mobile painting, refin- 
ishing work, touch-up 
work, painting and 
shading of furniture, 
toys, novelties and for 
all other work where 
high speed is not es- 
sential or the air sup- 
ply is limited. It pro- 
duces an adjustable 
spray stream and ato- 
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The Junior Spray Gun is similar in ap- 


No. 77-C 
Junior Spray Gun with Cup Assembly 


Junior Spray Gun for flat or round spray with 24-oz. No. 76-C Suction Feed Cup 
Assembly. wrench » and cleaning brushco2 eeidis is cosine, te aw vce eta eles Dose way bus vias 


mizes paint materials at low air pressures. 
Two spray heads are furnished with each 
gun—one for flat spray and one for round 
spray. 

The pistol grip handle, two finger trig- 
ger, stainless steel fluid needle, paint ad- 
juster, and the air inlet 
at bottom of handle are 
all features in the Ju- 
nior Spray Gun. The 
gun can be used for 
long periods of time 


without tiring the 
hand. 
Where quick changes 


of material or a vari- 
ety of colors are used, 
the use of a Suction 
Feed Cup Assembly is 
recommended. If you 
desire to change to an- 
other color, it only 
takes a few seconds to 
remove the cup, clean 
gun, and attach anoth- 
er cup, which contains 
the desired color. When 
a number of colors are 
used, it is advisable to 
have several extra 
cups, No. 112-C, which 
are furnished with air- 
tight plain covers. 


No. 75-C Junior Spray Gun for flat or round spray without Suction Feed Cup Assembly...... 14.85 
No. 76-C 24 oz. Suction Feed Cup Assembly only (consists of Nos. 111-C and 112-C)........ 3.50 
Norali-G Suction. Beed.;Cover Assembly “only si0c.rs oscar, a wih «sven dprem atatenisyemate wos wirininiecedsieu a vec 2.40 
NEG iemlieae Gott PatiGe COUT RIEU Vie ie. tats, Win tee Sols ome es Thos Coy Ra aan ee eis Wied Sf eae Sumer ae IG ee 1.10 
4 Nomis 6 PimineAsre lp nto Cover Only f0b. Cup ec reas utes poe hc OU ek oe as wa ers Baa ae oye 25 
| No. 108-C Mason Glass Jar Assembly (consists of Jar and cover attachment)............+..605 2.00 


1 qt. Suction Feed Cup Assembly only (consists of cup and cover attachment)...... 
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Imperial 
Pressure Cup Type 
Spray Gun 


The No. 85-C Imperial Spray Gun is of 
the pressure cup type—air pressure is 
maintained above the material in the cup 
when the gun is in operation, thus assur- 
ing a constant and uniform flow of paint 
material to the spray gun nozzle. 

This assures the proper atomization of 
practically all types of paints, lacquers, 
varnishes, etc., and will operate satisfac- 
torily on any %4 H.P. Compressor Unit 
with displacement of not less than two 
cubic feet of air per minute, and atomizes 
nicely at about 20 to 25 lbs. air pressure. 


One of the outstanding features of the 
gun is the automatic relief valve that has 
been built into the gun, which releases the 
air if an air pressure of over 35 lbs. is 
used. 


The gun has a two finger trigger, paint 
adjuster, and a standard % inch pipe 
thread air connection at base of handle. 
The spun aluminum cup holds 1 quart. 


Furnished with either flat or round 
spray nozzle. Unless otherwise specified. 
a flat spray nozzle will be furnished. 


No. 85-C Pressure Cup Type Spray Gun Somolete with 1 quart cup, wrench and 


Gleanitig sbrushi-35 sie een eos 
No. 86-C .. Extra 1 Quart Cup only........... 


2 SNS Siaih Caan gen eas Wnibsd seem Mees a $12.85 
Fei TO eee Ee ON Oe aS 1.35 


oe = : halen 


PN 


fa FP AR REIT TE ST MDa PEASY: 


PRINTED IN U.S, A. 
NOVEMBER, 1935 


THE IMPERIAL BRASS MANUFACTURING COMPANY — 


Imperial Water and Oil Separator 
@ | ee and Regulating Set 


No. 69-C No. 68-C 


No. 89-C 


To obtain a perfectly finished job, the oil and moisture which is present in air lines must be removed so 
that the air will be clean and dry. This is possible when the Imperial Hi-Duty Water and Oil Separa- 
tor and Regulating Set is used. 


: i This separator has a large capacity and will positively remove all water and oil from the air, leaving 
A it in perfect condition for spray finishing. 


The new principles embodied in this separator, not found in other makes, assures clean, dry air. No 
felt, waste packing or baffle plates are used, and no clogging can occur to cause a drop in the air line 
pressure. 


The well known Imperial Regulator will hold the air pressure at the point which it is set, without 
variation, which assures an even pressure at the air nozzle, resulting in a uniform coated surface. 


The air inlet is at the rear of the separator. Two gauges are furnished, one for indicating the main 
/ air line pressure, and the other for indicating the working pressure. Four air outlets make it pos- 
sible to use two spray guns, while the other two outlets can be used to supply air for air duster and 
other appliances. Each outlet is fitted with a shut-off valve. There is a bracket furnished for mount- 
ing separator to the wall. 


ee TheThe only attention this separator requires is the periodic opening of the drain cock which is at the 
bottom of the separator, for draining off the accumulated oil and moisture. Chromium plate finish. 


No. 69-C Hi-Duty Water and Oil Separator and Regulating Set.................-..00s Each $27.50 


No. 68-C Water and Oil Separator is similar to the No. 69-C, excepting that it does not have the two 
gauges and regulator, and the air intake is at the top instead of at the rear of the Separator, Chro- 
mium plate finish. 


NoulbeeGes Water ands Oil Separator tice e naan cccg oes ceiting scott sapiom emi 4 ce ulate aresdnneaes Each $13.75 
The No. 89-C Water and Oil Separator and Regulating Set has proven to be very effective in filtering 


out all oil and moisture from the compressed air, as it has the same working features as the No. 
69-C Hi-Duty, but is smaller in size. 


Furnished complete with regulator and gauge. The pressure can be regulated where the best atomiza- 
tion of spray is obtained and the pressure maintained without variation. 


The outlets make it possible to use two spray guns at the same time. Oil and moisture are drained 


& off through the drain cock at bottom of separator. Furnished in white nickel finish. 
No. 89-C Water and Oil Separator and Regulating Set .......:... cece eect cece e eee e ees Each $15.85 
No. 88-C Separator only for 89-C (less regulator and gauge) .........:-.seeeee esse eeeee Each 6.85 
‘ 9.00 


° No. 74-C Regulator complete with gauge for 89-C (less separator) .........0eeeeeeeeeeee Each 


SEE 
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Imperial Spray Painting Outfits 


The Imperial Spray Painting Outfits shown below are made up for Automobile Paint 
Shops, Garage, Automobile Dealers, etc., who already have a source of air supply. 


The Imperial No. 73-C 
Outfit Consists of 


1—Imperial 67-C Hi-Duty spray gun for 
flat or round spray with one (1) quart 
cup assembled, wrench and cleaning 


Brash. os ois ot cae sR ce $28.85 
1—25-ft. length ws-in. corrugated heavy 

duty air hose with connections.......... 4.50 
1—-No. 69-C Hi-Duty water and oil separa- 

tor and: regulating. Set cies oe cece ee 27.50 
Price ;complete: ic eens cs aecaeoas Oniess oceans $60.85 


The Imperial No. 78-C 
Junior Outfit Consists of 


1—Imperial No. 77-C Junior spray gun for 
flat or round spray with 24-oz. cup 
assembled, wrench and cleaning brush. .$18.35 


1—25-ft. length %%-in. corrugated heavy 


duty air hose with connections.......... 4.05 
1—No. 89-C water and oil separator and 

Legulatine Sete Gas iwc sua eteaccasee ee 15.85 
Prices complete. 5 sheen oa oe bea ah $38.25 


\ 


The Imperial No. 53-C 
Outfit Consists of 


1—No. 50-C spray ggun with standard 
l-pint glass mason jar paint container 
and 6-ft. length of hose with connections .$3.75 


Wwiuadint 


1—No. 89-C water and oil separator and 


repilating. set: yanckns Vie ce eae Coes 15.85 
Price.completéGon.a cicsi caren trmcanen $19.60 
10-P PRINTED IN U.S, A. 
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Imperial Pressure Feed Containers 


No. 71-C No. 72-C 
2 Gallon Material Pressure 5-10-15-20 Gallon Material Pressure 
Feed Container . Feed Container 


If a large surface is to be painted with a spray gun where large quantities of paint are 
to be used, it takes little imagination to figure the great amount of time that would be 
spent in refilling a 1-pint or 1-quart cup. . 


Compare this method against that of using a 2-5-10-15 or 20-gallon Imperial Pressure 
Feed Container, which would only require one or two fillings of the container, and the 
operator could continue without interruption until the job was completed. 


Imperial Containers are made of heavy gauge seamless cold drawn steel and are built 
to withstand hard usage. The cover for the container seats on a gasket and is held in 
place by heavy hinged clamps which allow the cover to be removed quickly and easily. 
The full size opening permits easy cleaning. 


Furnished in 2-5-10-15- and 20-gallon sizes with pressure regulator, safety valve relief 
valve and air and fluid cut-off-cocks, 


All but the two-gallon sizes are furnished with hand agitator, paint pressure gauge and 
insert container. Extra insert containers with cover can be supplied, permitting quick 
changes of material. 


Cat. No. Size Finish Price 
71=¢ 2 Gallon Cera 144 ter hed Sal Eo doe Lappe Ser ae OER per aces Ha iat S lat aspired A" a ns Sone $22.50 . 
72-C 5 Gallon AIH EZ CC ae ois roa aoe ys cere ESA tek cS a ea ee enn cig tamer 48.00. 
72-C 10 Gallon alibi eel esos aeoc oo seh g hes ae ad SO «dia nine Oa ee an ee 49.50 
72-C 15 Gallon Galvanized <uses scoters aes Wokecals ea ae SR ae CAR ee Eas Bae 68.25 


1256 20 Gallon Aral Vanier ei oatess Peo asad Ua ow ec RS arene Lah ahtsas Oe ata s a he rae .... 88.00 


Insert Containers with Covers 


Cat. No. Size Finish Price 
120-C 5 Gallon MANNE ore cthg a as cee Soe bec a Rae dS CC cia eas eee aie Gee $ 3.50 
120-C 10 Gallon si Re Fav cots Ecos etaaan nS pen ena I GR aia acreage oS Sh aaa 00 
120-C 15 Gallon RINNE has eae ia Fc ow are Ne RE oa ONS REET st ates nem RE 
120-C 20 Gallon KAS abv oc Bence pa tale oR ans RSE oer ps eet cok) uate ane My ee eat 
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Imperial 
Material Pressure Feed Containers: 


assembled in units including attendant equipment for use where air is already available 


These Portable Spray Paint Outfits are for use in factories, garages, and by painting 
contractors, etc., where air pressure is already available. The outfits differ in size of the 
Material Pressure Feed Containers, the number of spray guns, and the length of hose. 


No. $1-C Paint Spray Outfit 


1—No. 65-C Imperial Hi-Duty spray gun for 
flat or round spray with. wrench and 
Cleaning “brash coccinea wea eae $24.85 
1—No. 71-C 2-gallon material pressure feed 
container, with pressure regulator, safety 
valve, relief valve, and air and fluid 


shut-offcocks iam atigts st Cia tee, 22.50 
2—25-ft. lengths 5” corrugated heavy duty 

air hose with connections.................5 9.00 
1—25-it. length %4” fluid hose with connection 6.70 
1—No. 95-C air regulating valve ..........-.. 1.50 
1—No. 97-C fluid cut-off cock................ 1.00 
No 81-G7 outht: Prive: cas ue re $65.55 


No. 82-C Paint Spray Outfit 


1—No. 65-C Hi-Duty spray gun for flat or 
round spray with wrench and. cleaning 
HUSH AE SS eseas ees ae es $24.85 


I—No. 72-C 5-gallon galvanized material 
pressure feed container, with hand agita- 
tor, insert container, pressure regulator 
and gauge, safety valve, relief valve, and 


alr and: -tuid cut-ott: coeksoo eo 48.00 
1—25-ft. length %4 in. corrugated heavy duty 

air hose with connections.................. 6.45 
1—25-ft. length is in. corrugated heavy duty 

air hose with connections.................. 4.50 
1—25-it. length % in. fluid hose with connec- 

TIONS es ee PS Agee Ar 6.70 
1—No. 95-C air regulating valve ............. 1.50 


1—No. 97-C_ fluid cut-off cock 
No. 82-C outfit. Price 


No. 83-C Paint Spray Outfit 


2—No. 65-C Hi-Duty spray guns for flat or 
round spray, each with wrench and clean- 
Ie 2DUUSI a aie saint ike ecto See ee coe $49.70 
1—No. 72-C 10-gallon galvanized material 
pressure feed container with hand agita- 
tor, insert container, pressure regulator 
and gauge, safety valve, relief valve, and 


airs and=fliid cut-off: cockSs28.424 snes 49.50 
1—50-ft. length 1% in. corrugated heavy duty 

air hose with connections.................. 11.70 
2—25-ft. lengths 7 in. corrugated heavy duty 

air hose with connections.................. 9.CO 
2—25-ft. lengths % in. fluid hose with con- 

MECHONS ayo dost Mesias cos seine neg sg TC a 13.40 
1—No. 95-C air regulating valve ............ 1.50 
1—No. 97-C- fluid Cut-off cock ...........0.. 1.00 
No-83-6-outht- Price 2 eg eae $135.80 
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Imperial Paint Spray Equipment 


Outfit No. 21-CPA 
(4, H.P. Portable) 


A complete, compact and efficent 
outfit for small repair shops, of- 
fice buildings, stores, home and 
farm owners and for painters for 
emergency work. 


All ready for work when attached 
to a light socket and will do excel- 
lent spray painting at a price so low that a few days’ use will more than pay for this 


handy outfit. 


The pressure cup type spray gun Handles paints, varnishes and lacquers, and gives a 
last and perfectly atomized flat stream of material. 


No. 21-CPA Outfit consists of : 


1—No. 1-CPA % HP: portable electric motor-driven air cooled, single-stage compressor 
with pulsation chamber and water and oil trap with drain valve. Has pop-off. safety 
relief valve, and felt silencer and air cleaning pad in intake of compressor. Has casters 
and a carrying handle for easy moving, also a 10-ft. length of electric extension cord. 


(AG=1 phase, 60 cycle, 110 Volts) 20.0.1... ee cee ce eee ee teers Rees eek nee seins et eens $38.20 

1—No. 85-C Imperial pressure cup type paint spray gun with 1 quart aluminum cup, wrench, 
Arid tGleanine: PUSH ei. Pos yeue BAe ees La siste.v.e'a 72 aus slo eoisle gy naman meeelenmereyinir ewe enenelamiciaest eee tie Sie 2.85 
1—15 ft. length 14” corrugated heavy duty air hose With COMNECtIONS. os custiesc ee ones ee ene 2.75 
$53.80 


No. 21-CPA Outfit complete .. o.oo. csi ce eee cece ce tee een eaten eeitians miele ean gis sen ties 


If the above compressor unit is wanted with different type compressor motor, order by the following 


outfit numbers: 


Price of 


Cat ..No. “ype of Motor Complete Compressor Unit only 
Outfit Cat. No. Price 
21-CPB AC-iphase, 25. cycle, 110 volt............. cece eect e teens $56.10 1-CPB $40.50 
21-CPC AC-3 phase, 60 cycle, 220 volt.......... cee eee e teen e teens 68.10 1-CPC 52.50 
21-CPE AC-3 phase, 25 cycle, 220 volt......... 00. c eee cee erence etter es 70.10 1-CPE 54.50 
21-CPD Direct current, BTS Tin maerengi eee Ue’, acinar nec tba en rnp ae Sih) 62.60 1-CPD 47.00 
SPECIFICATIONS 
Displacement Max. Shipping 
Motor Cu. Ft. per Min. Pressure Tank Length Width Height Weight 
Zils Filter : 
Mg SI as Bore 2”. Stroke 134” 30 Ibs. Retort 20” 10” 17% 62 lbs. 


Note:—-When ordering electric motor driven compressors be very sure to give the correct specifica- 
tions. If in doubt about the kind of current you use, get the information from your electric company. 
State the voltage, whether A.C. or D.C., and if A.C., give the frequency or number of cycles, and the 
phase (either 1, 2, or 3.) 


If different type electric motors are required than listed above, write for quotations. 
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Imperial Paint Spray Equipment 


Outfit No: 22-CPF 
(@, H.P. Portable) 


This is a compact, easy-to-move and 
easy-to-use outfit for the small 
painting contractor, decorator, 
builder, steamfitter or plumber. It 
can be used by the automobile deal- 
er for painting and touch-up work, 
also in garages, fender and body 
shops, radiator shops, sign painting 
shops, for refinishing furniture and 
for small maintenance work. 


No. 22-CPF Outfit consists of : 


1—No. 2-CPF % H.P. portable electric motor-driven air compressor with pulsation 
chamber, water and oil trap with drain valve, and felt silencer and air cleaner in 
intake of compressor. Complete with safety check valve and air pressure gauge, 
which shows exact air pressure at all times. Three wheel hand truck with swivel 
front wheel and 10 ft. length of electric extension cord (AC-1 phase, 60 cycle, 110 


greece a react na cmceeacaee ear eaaeaaeeaetre acer 


or 220 volt) Gan aa ein Gv inlets lel acar be septeluies eos ienace’ a writ tse NaN 8:ce-aripr' si aire te ie cGrte, a's ahd are aa uicu§ foitel eve ata aeeer egw $115.00 
1—No. 75-C Imperial paint spray gun for flat or round spray, with wrench and clean- | 
ing | Oy Soke vemisetah Grier eens Re Fe SAS sr icon I Sia ana a Sai ers SRS EP RST are oar PO ea Seok, nor FORMS yc ye a 14.85 b 
1—No. 71-C two-gallon material pressure feed container with regulator ............ 22.50 f 
1—20 ft. length 1%4” corrugated heavy duty air hose with conections.................. 5.40 i 

1—12 ft. length 4%” corrugated heavy duty air hose with connections................ 2.36 
112-ft leneth- 36" fluid hose: with. connections:2 <5 5.3 eis ease oink wks bs ne ee) eee Fee 3.28 
Ten. 9hC cad veat-oll pont. aide sesso Su eA a ee 1.50 I 
Noe 95-C ain cadsustitie valves aiceu ccs ssh: aobi ain ania waar a wise nie aes Oe Pa Le 1.00 
Noal2eC Ris Ouenescomplete cs foi wy. isn Sicssctbe 8G taseaceiere ohe’aia aha bee Comer Seen ON Tae $165.89 
F 


If above outfit is wanted with different type compressor motor or gas engine drive, order by the following 
outfit numbers: 


Price of | 
Cat. No. Motor Specifications Complete Conipressor Unit only | 
Outfit Cat. No. Price | 
22-CPH AC-1 phase, 25 evclesMOsor-220 woltescsiaiss ke ve ee $175.09 2CPE. $124.20 
22-CPC"“AC-3*pnase,.60 cycle;: 220: volts oi Pinciak bs oe cee eos 165.89 2-CPC 115.00 I 
22-CPE, AC-3: phase, 25 cycle, 220: volt... 00...25% RNA aT 165.89 2-CPE 115.00 | 
ZIRT DILeCt CIEL tell O SVOlEs aie a's oo ncc eters arian ate Oe eae 165.89 2-CPD 115.00 
22-CPG'34: H-P- gasoline engine drive ~.. 0025.0 2a0 ae Se eh hos 220.89 2-CPG 170.00 
SPECIFICATIONS 
Displacement Max. aa : BESSA Tce Shipping 
Motor Cu. Ft. per Min. Pressure Tank Length Width Height Weight { 
BE Filter EM 165 Ibs. 
¥% H.P. Bore 24%” Stroke 2” 50 lbs. Retort 30” 16” 26” GE 185 Ibs. 
Note:—When ordering electric motor driven compressors be very sure to give the correct specifica- 


tions. If in doubt about the kind of current you use, get the information from your electric com- I 
pany. State the voltage, whether A.C. or D.C., and if A.C., give the frequency or number of cycles, ae 
and the phase (either 1, 2, or 3). I 


If different type electric motors are required, than listed above, write for quotations. 
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THE IMPERIAL BRASS MANUFACTURING COMPANY 


PRINTED IN U.S, A. 15-P 


Imperial Paint Spray Equipment 


a larger quantity of air. 


minute. 


No. 23-CPF Outfit consists of: 


1—No. 3-CPF 3% H.P. portable electric motor-driven air compressor with pulsation 
chamber, water and oil trap with drain valve and automatic unloader. Pressure 
gauge shows exact air pressure at all times and the safety check valve, elimi- 
nates danger of excessive pressure. Felt silencer and air cleaner pad in intake 
of compressor. Three wheel truck, swivel front wheel. 10-ft. length of electric 
extension cord (AC-1 phase, 60 cycle, 110 or 220 volt)................005- ett etes 


1—No. 77-C Imperial junior paint spray gun for flat or round spray with 24 oz. cup 
assembly ¢-wrench= and Cleaning DLUiSb st secre cia aateth ae steratace Sora s'a sit p sovie aisles aaah aioe 


1—25 ft. length %4” corrugated heavy duty air hose with connections..............+. 
1—12 ft. length %4” corrugated heavy duty air hose with connections................ 
I—12-ft. length. 34" fluid. hose with” connections 20.0 china enw eeaceusews vs 
1—No. 71-C two-gallon material pressure feed container with regulator.............. 
Aes NO 07 eC Hits CUtSOM: COC ny cn Unt oes, ol Rate a ale ana hata lereaen A eRe palmer Gumi cases 
TEEN GOD © <ait aU PUSEIN De VALVE ee oat Stirs acc pases Wa a ee A aerate pens tee eT Grace ON aa 


Non23-CPP > ‘Outht completes icc. ccc ties tao) cali sce re cones Oe teiieiaes eaten tle 


Outfit No. 23-CPF 
(34 H.P. Portable) 


This is a very popular paint spray 
outfit and is similar to No. 22-CPF 
except that it has a larger compres- 
sor unit and is capable of producing 


Tt: has? a 


displacement of 5% cu. ft. per 


It is for use by small painting con- 
tractors, office buildings, 
factory maintenance and for refin- 
ishing furniture. Automobile deal- 
ers use this outfit for touch-up work 
and painting of automobiles. 


hotel and 


$137.00 


18.35 


$190.04 


If above outfit is wanted with different type compressor motor or gas engine drive, order by the following 


outfit numbers: 


Price of 

Cat. No, Motor Specifications Complete Compressor Unit only 

Outfit Cat. No. Price 
23-CPH-AC-I:phase;25 cycle; 110: or 220! volt... ce sik ie nciewese $201.79 3-CPH $148.75 
PREC POAC 3 phases {00s CV CIE: CEOs VOlt age c sci wa da Seer caaa aoe 189.04 3-CPC 136.00 
ZarGe Ps AC-3- phase; Jon CyCley 220" VOl tis. ccvicwaiveine wsdl cmeieieteer’s 200.04 3-CPE 147.00 
Borer Dl irecty GUEVENt PLO c VOIDS Saviascd oe cre Vivi eng we wo wee gains 193.29 3-CPD 140.25 
23-CPG ebb. “pasOlne: ENPiNe drive... kisses ces wes cee ee os eae 228.04 3-CPG 175.00 | 

SPECIFICATIONS 

Displacement Max. Shipping 

Motor Cu. Ft. per Min. Pressure Tank Length Width Height Weight 
hey Filter EM 250 Ibs. 
%4 H.P. Bore 3” Stroke 24” 50 Ibs. Retort OF 18” 30” GE 285 Ibs. 


Note:—When ordering electric motor driven compressors be very sure to give the correct specifi- 
tions. If in doubt about the kind of current you use, get the information from your electric com- 
pany. State the voltage, whether A.C. or D.C., and if A.C., give the frequency or number of cycles, 


and the phase (either 1, 2, or 3). - 


If different type electric motors are required than listed above, write for quotations. 


NOVEMBER, 1935 
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Outfit No. 24-CPC 
(1, H.P. Portable) 


This outfit is unequalled for auto- 
mobile painting and factory and 
building maintenance. It is a handy 
outfit for real estate operators, city, 
county and state boards for the 
maintenance of park fixtures, build- 
ings, etc. Canneries, dairies, ice 
cream plants, etc., need this outfit 
to keep their factories sanitary as 
required by the pure food laws. It 
can be used for the application of all types of paint material and will do perfect work 
at surprising speed when operated by a competent operator. 
No. 24-CPC Outfit consists of : 
1—No. 4-CPC 1% HP. portable electric motor-driven air compressor with 16 gal- 

lon air tank, water and oil separator with gauge and regulator, automatic un- 

loader and felt silencer and air cleaning pad in intake of compressor. Has pres- 

sure gauge which shows exact air pressure at all times and safety check valve 

eliminates danger of excessive pressure. Swivel front wheel and the wheels are 


rubber tired so that it is easy to move and will not scratch nor mar floors in 
being moved from place to place. 10 foot electric extension cord (AC-3 phase, 60 


CLE OOM OLE scien ei ott ane ce a deals tot seins BesarstTernielateke ayetoate msec ui aiaceles tae $192.00 
1—No. 67-C Imperial Hi-Duty paint spray gun for flat or round spray with 1 qt. 
aluminum cup assembly, wrench and cleaning brush...............+.eeeeeee cece 28.85 


1—No. 72-C Five-gallon galvanized material pressure feed container with hand agi- 
tator and insert container. Equipped with paint pressure gauge and regulator.. 48.00 


1—50 ft. length %4” corrugated heavy duty air hose with connections...............- 11.70 
1—25 ft. length #” corrugated heavy duty air hose with connections................ 4.50 
1-25: ft. length 34”: fluid- hose ‘with connections. 0.2... cic css cece nies news cts eens ee 5.75 
Pee Nags Oy Geni Cuts Oo OC eo. cccarcg ts eit reais ceils Wo viata gis ip oie spwlimcataieig a siece me are pigsetere onete 1.00 
PEON os Gaaie HOISTING Val Vex Gar cco cateacacurs heii emne Suctiee eee ee nee eee 1.50 

Nom Sse PC (Ontat secrete rc cecieiee Tinie Coes esi be ogee ois eeiaie wool. eis ake etna $293.30 


If above outfit is wanted with different type compressor motor or gas engine drive, order by the follow- 
ing outfit numbers: 


Price of 

Cat. No. Motor Specifications Complete Compressor Unit only 

Outfit Cat. No. Price 

24-CPF AC-1: phase,-60" cycle; 110 or 220 volt... 0. ee eee eee $313.30 4-CPF $212.00 
BA- CRE ACI phase; 2o-cycle; 110s or 220 Volt. se otie psi neo o's 343.30 4-CPH 242.00 
ZAICBE,-AC-3, phase; 20 cycle220nyalt;sccu. oss cose see sees hes 5 P18, 4-CPE 222.00 
BaD IFeChlCUrLents 110 “VOR y 5a sa cimng ces oh Saeco Rw 374.30* 4-CPD 273.00* 
2A CPG. 2-H. Pasoline engine: drives asscs. uci che Felis gasite te 403.80 4-CPG 302.50 

*Price includes starting rheostat 
SPECIFICATIONS 

Displacement ; Max. Shipping 

Motor Cu. Ft. per Min. Pressure Tank Length Width Height Weight 
8.5’ ‘EM 380 Ibs. 
14%3-H.P Bore 3” Stroke 4” 75 lbs. 16 gal. 44” 20” 40” GE 400 Ibs. 


Note:—When ordering electric motor driven compressors be very sure to give the correct specifi- 
tions. If in doubt about the kind of current you use, get the information from your electric com- 
pany. State the voltage, whether A.C. or D.C., and if A.C., give the frequency or number of cycles, 
and the phase (either 1, 2, or 3). 


If different type electric motors are required than listed above, write for quotations. 


| GHICAGO, TI. U.S. A.. 


PRINTED IN U.S, A. 
NOVEMBER, 1935 


Outfit No. 26-CPC 
(3 H.P. Portable) 


For large painting and building 
contractors, manufacturers and 
industrial plants of all kinds, 
where a large amount of main- 
tenance painting is required. The 
26-CPC Outfit is large enough 
to operate two Hi-Duty guns in 
continuous service. The four- 
wheel hand truck makes it easy 
to move from place to place. 


No. 26-CPC Outfit consists of: 


1—No. 6-CPC 3 H.P. portabie electric motor-driven, two cylinder, air-cooled air 
compressor with automatic unloader, 16-gallon air tank mounted on four-wheel 
hand truck and multiple V’ belt drive. Pressure gaugel shows exact air pressure 
at all times and the safety ‘check valve eliminates danger of excessive pressure. 
Felt Silencer and air cleaning pad in intake of compressor. (AC-3 phase, 60 
cycle, 220, volt) 

2—No. 67-C Imperial Hi-Duty paint spray guns for flat or round spray, each with 
one quart aluminum cup assemblies, wrench and cleaning brushes 

1—50 ft. length of % in. corrugated heavy duty air hose with connections 

2—25 ft. lengths x5 in. corrugated heavy duty air hose with connections 

2—25 ft. lengths % in. fluid hose with connections 

1—No. 72-C ten-gallon galvanized material pressure feed containers with hand agi- 
tator and insert container, equipped with paint pressure gauge and regulator 

2—No. 95-C air adjusting valves 

2—No. 97-C fluid cut-off cocks 


No. 26-CPC outfit complete $451.30 


If above outfit is wanted with different type compressor motor or gas engine drive, order by the follow- 
ing outfit numbers: 
Price of 


Cat. No. Motor Specifications Complete Compressor Unit only 
Outfit Cat. No. Price 


26-CPH AC-1 phase, 25 cycle, 110 or 220 volt $571.30 6-CPH 
26-CPF AC-1 phase, 60 cycle, 110 or 220 volt AGS 521.30 6-CPF 
POG een a3 <phase oo CYCIE: CeOr VOL s3.ca5 bong sda sls Sakae ee 506.30 6-CPE 
26-CPD Direct Current, 220 volt 575.30* 6-CPD 
26-CPGG 4-H.P. gasoline engine drive 6-CPG 


*Price includes starting rheostat 


SPECIFICATIONS 


Displacement Max. Shipping 
Motor Cu. Ft. per Min. Pressure Tank Length Width Height Weight 


21’ EM 580 Ibs. 
ScEL.P. Bore 3%” Stroke 4” 90 Ibs. 16 gal. 62” 28” 62” GE 690 Ibs. 


Note :—When ordering electric motor driven compressors be very sure to ggive the correct specifica- 
tions. If in doubt about the kind of current you use, get the information from your electric com- 
pany. State the voltage, whether A.C. or D.C., and if A.C., give the frequency or number of cycles, 
and the phase (either 1, 2, or 3). 


If different type electric motors are required than listed above, write for quotations. 
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Imperial Paint Spray Equipment 


Outfit No. 27-CP 
(7, H.P. Portable) 


This is a big outfit for big jobs. 
It is furnished with two Hi-Duty 
spray guns together with all ne- 
cessary equipment for pressure 
painting. The compressor unit 
has ample capacity to operate 
three guns at one time, and is 
mounted on a pneumatic tired 
trailer. The balance and springing of the trailer are such that it may be towed at 
speeds of 30 to 40 miles per hour. The outfit is designed for housepainting, painting 
structural steel work and for use by painting contractors, construction companies, pipe 
line companies, general contractors and all who have a large amount of painting to 
do. This we earnestly believe is the ultimate in paint spray outfits. 


Outfit consists of: 


1—No. 7-CP (7% H.P.) 2-cylinder, portable water-cooled gasoline engine direct 
driven air compressor, mounted on a pneumatic tired trailer with 16 gallon air 
storage tank. The housing is built with removable sides, so arranged that they 
can be locked to prevent tampering. Equipped with automatic unloader and felt 


silencer and air cleaning pad in intake of compressOr..............seeeeeeeee eens $650.00 
2—No. 67-C Imperial Hi-Duty paint spray guns for flat or round spray, each with 
one quart aluminum cup assemblies, wrench and cleaningg brush...............-.. 57.70 
‘ 1—50 foot length %4 in. corrugated heavy duty air hose with connections............ 11.70 
2—25 foot lengths 3s in. corrugated heavy duty air hose with connections............ 9.00 
2—25 foot lengths %4 in. fluid hose with connections ..............cceceeeseeeeceress 13.40 


1—10-gallon galvanized material pressure feed container equipped with hand agi- 
tator, insert container, paint pressure gauge and regulator, safety valve, bleeder 
check valve and necessary outlet valves for connection of hose lines to operate 


ENE): GDA VNR ATS a caters pie eiating ere ars seats oats alata Gla taretare eeek oh onesie Tahaan ieee sem areca lecena mere 49.50 
1—No. 69-C Imperial Hi-Duty water and oil separator and regulating set............ 27.50 
ZNO O5-Caalr ACI UStiN@e Val VES: 8 ces cers Soca eee Fis wince vioigini one Cw Mi tlae aecee Sema anlenieame 3.00 


eNO 97 Cid: CHE-Oll COCKS: sco ores iets oe cig naire Wal sowt nae BAS are eee SAE loin a'a: 6 bcetbials oop eappecan's 
INGie2ie OE HOMER COGID Rete ie ceatas cas oct gate our iaateseragere vine aca) alwhargre raseintarsferaieiomnaintslenomrane cio a uns 


SPECIFICATIONS 


Displacement Max. Shipping 
Motor Cu. Ft. per Min. Pressure Tank Length Width Height Weight 


7 HP. 28" 90 {lbs. 16 gal. 7’ 5:67 42” 925 Ibs. 


Note: Besides its use in connection with spray painting, this compressor may be used to supply air 

for many other uses, such as running small chipping or riveting hammers, applying insulating com- i 
pound; in fact any use requiring less than 28 cubic feet of air per minute at pressure under 90 | 
pounds. 
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Outfit No. 1-CSF 
CG, HH. P.) 


This automatic controlled, storage type 
air compressor is designed for use where 


a constant supply of compressed air is 


required. 


Artists use it for supplying air to their 
air brushes. Dentists, doctors, lith- 
ographers, photographers, etc., find it idea for their purposes. The 4 H. P. motor 
consumes but little current and the compressor is remarkably quiet in operation. 


No. 1-CSF (% .P.) stationary electric motor-driven air compressor with 5 gal. air 
storage tank and an automatic electric starting and stopping control which cuts 
in at 20 lbs. and cuts out at 40 lbs. pressure. Pressure gauge shows exact air 

pressure at all times and the safety check valve eliminates excessive air pres- 

sure. Felt silencer and air cleaning pad in intake of compressor. (AC-1 phase, 

Ol cycles 110 zor eee VOLE) is was ce ween tip ots ewes suiawietin aes S's 5 silat ome sion 


Tf the above compressor unit is wanted with different type compressor motor, order by the following 
catalog numbers: 


Motor Specifications 


TOS Pigment ben aseicey sCVClGs 010 OF 2eU sVOUL iciac sats ¢ cceln arses ba raining nig laa ainieie wie vie ™aiaeis ey se alow ations $69.50 
ECS Bae CHo phases ecevcle, 200. VOLK 2c ass sivisiistin abt bwcies bos eawigaieeulertn nes Liaatrne ae oa wares 75.50 
TeECSC ACS phases OOvCy Oleg 2aU: VOI Es giv oiccs co veces wD UES Mee nee LG EAR UES abl a co bowen 73.50 


PUIPECE GULF ENE LAU VOIG, rata cis Ste Ghd ata ioeraisl natal Sia Uo ais raieenia Tonia Gos ae een gem Rue Gta 


SPECIFICATIONS 


Displacement Max. Shipping 
Cu. Ft. per Min, Pressure Tank Length Width Height Weight 


, 


1 
GP: Bore 134” Stroke 134” 60 Ibs. 5 gal. 30” 11” ; 22 115 Ibs. 


Note:—When ordering electric motor driven compressors be very sure to give the correct specifica- 
tions. If in doubt about the kind of current you use, get the information from your electric com- 
pany. State the voltage, whether A.C. or D.C., and if A.C., give the frequency or number of cycles, 
and the phase (either 1, 2, or 3). 


If different type electric motors are required than listed above, write for quotations. 


Leet mR 
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CHICAGO, ILL., U.S. A. 


Outfit No. 3-CSE 
(34 HL. P.) 


This Compressor Outfit is for use by 
automobile dealers, for painting and 


touch-up work, by small factories, for 
production work where only one spray gun is used and where a stationary compressor 
unit is desired. 


It will furnish sufficient air to operate the Imperial Junior Spray Gun. 


No. 3-CSF (34 H.P.) stationary electric motor-driven air compressor with pulsa- 
tion chamber, automatic unloader, water and oil trap with drain valve and felt 
silencer and air cleansing pad in intake of compressor. Pressure gauge shows 
exact air pressure at all times and the safety check valve eliminates danger of 
excessive pressure. 10-ft. length of extension cord. (AC-1 ‘phase, 60 cycle, 
110 or 220 volt) ..... Z 


If the above compressor unit is wanted with different type compressor motor, order by the following 
catalog numbers: 


Motor Specifications Price 
ACI phases Go cycle. ck 1OOLSC2U0 VON, sais ace i scien aces Pals ose Rw Va ele nase sepa ee TIRG $149.00 
AC-3 phase, 60 cycle, 220 volt 
AC-3 phase, 25 cycle, 220 volt 
Direct current, 110 volt 


SPECIFICATIONS 


Displacement Max. Shipping 
Cu. Ft. per Min. Pressure Tank Length Width Height Weight 


5:57 Filter 
%4 H.P. Bore 3” Stroke 214” 50 Ibs. Retort 30” 16” 26” 240lbs. 


Note:—When ordering electric motor driven compressors be very sure to give the correct specifica- 
tions. If in doubt about the kind of current you use, get the information from your electric com- 
pany. State the voltage, whether A.C. or D.C., and if A.C., give the feeipetiey or number of cycles, 
and the phase (either 1, 2, or 3). ; ij 


u 


If different type electric motors are required than listed above, write for quotations. 
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THE IMPERIAL BRASS MANUFACTURING COMPANY 


Outfit No. 24-CSC 
(11, K.P. Stationary) 


This outfit is especially designed for 
automobile paint shops and for fac- 
tories for production work where 
one Hi-Duty gun is to be used, and 
where a stationary unit is desired. 
This outfit can be used for the ap- 
plication of any type of finish and 
will do perfect work at surprising 
speed when operated by a compe- 
tent operator. 


f 


No. 24-CSC Outfit consists of : 


1—No. 4-CSC (1% H.P.) stationary electric motor-driven air compressor with 
latest type of automatic unloader, V belt drive, 32-gallon air tank complete with 
safety check valve and air pressure gauge. Felt silencer and air cleaning pad in 
intake of compressor. (AC-3 phase, 60 cycle, 220 volts) $192.00 


1—No. 67-C Imperial Hi-Duty paint spray gun for flat or round spray, with one- 
quart aluminum cup assembly, wrench and cleaning brush 


1—No. 69-C Imperial water and oil separator andi regulating set 
1—25 ft. length ¥s” corrugated heavy duty air hose with connections 


No. 24-CSC Outfit complete 


If above outfit is wanted with different type compressor motor, order by the following outfit numbers: 


Price of 
Cat. No, Motor Specifications Complete Compressor Unit only 
Outfit Cat. No. Price 


24-CSF AC-1 phase, 60 cycle, 110 or 220 volt $274.85 4-CSF $214.00 
24-CSH AC-1 phase, 25 cycle, 110 or 220 volt 4-CSH 246.00 
24-CSE AC-3 phase, 25 cycle, 220 volt 4-CSE 224.00 
24-CSD Direct current, 110 volt 340.85* 4-CSD 280.00* 


*Price includes starting rheostat 


SPECIFICATIONS 


Displacement Max. Shipping 
Motor Cu. Ft. per Min. Pressure Tank Length Width Height Weight 


1% HP. 8.5 cu. ft 90 Ibs. 32 gal. 40” © 20” 46” 380 Ibs. 


Note:—When ordering electric motor driven compressors be very sure to give the correct specifica- 
tions. If in doubt about the kind of current you use, get the information from your electric com- 
pany. State, the voltage, whether A.C. or D.C., and if A.C., give the frequency or number of cycles, 
and the phase (either 1, 2, or 3). 


If different type electric motors are required than listed above, write for quotations. 


WYNHANCUOA VU: Fr-AMUSA = 


Outfit No. 5-CSC 
(2 Ht. P.) 


This 2 cylinder stationary air compressor 
with 32 gallon storage tank furnishes 
sufficient air to operate one Imperial Hi- 
Duty Spray Gun and one Junior Spray 
Gun, making it an excellent compressor 
for automobile painting and for small 
factories and shops. 


Has multiple V belt drive and the air is 
cooled by passing through the copper cooling coil before reaching the tank. Pres- 
sure gauge shows exact air pressure at all times and the safety check valve elim- 
inates danger of excessive pressure. 


The Compressor is quiet and dependable in operation and surprisingly efficient in low 
upkeep and operating cost. 


No. 5-CSC (2 H.P.) stationary electric motor-driven air compressor with 32-gallon 
storage tank, multiple V belt drive and automatic unloader. Pressure gauge 
shows air pressure at all times and the safety check valve eliminates excessive 
air pressure. Felt silencer and air cleaner pad in intake of compressor. (AC-3 

phase, 60 cycle, 220 volt) 


If the above compressor unit is wanted with different type compressor motor, order by the following 
catalog numbers: 


Cat. No, Motor Specifications 


5-CSH AC-1 phase, 25 cycle, 110 or 220 volt 
5-CSF AC-1 phase, 60 cycle, 110 or 220 volt 
5-CSE AC-3 phase, 25 cycle, 220 volt 

5-CSD Direct current, 110 volt 


*Price includes starting rheostat 


SPECIFICATIONS 


Displacement Max. : Shipping 
Cu. Ft. per Min. Pressure Tank Length Width Height Weight 


, 


Bore 2%” Stroke 3” 90 Ibs. 32 gal. 40” 18” 39° 390 Ibs. 


Note :—When ordering electric motor driven compressors be very sure to give the correct specifica- 
tions. If in doubt about the kind of current you use, get the information from your electric com- 
pany. State the voltage, whether A.C. or D.C., and if A.C., give the frequency or number of cycles, 
and the phase (either 1, 2, or 3). 


If different type electric motors are required than listed above, write for quotations. 
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THE IMPERIAL BRASS MANUFACTURING COMPANY 


a eS 


Imperial Paint Spray Equipment 


Outfit No. 26-CSC 
(3. H. P. Stationary) 


A complete paint spray outfit for 
large automobile paint shops and 
manufacturing companies. Meth- 
ods used in production body 
plants and automobile factories 
can be used, tending to better 
workmanship and lower unit 
costs. The compressor unit is sta- 
tionary and is large enough to 
operate two Hi-Duty spray guns 
in continuous service. 


The air compressor, spray guns, 
pressure paint container, and 
water and oil separator furnished 
with this outfit make up one of 
the finest combinations ever of- 
fered to the trade. , 


No. 26-CSC (3 H.P.) Outfit consists of: 


1—No. 6-CSC (3 H.P.) electric motor-driven, 2 cylinder stationary air compressor, 
with automatic unloader, 55 gallon air tank and V belt drive. Pressure gauge 
shows exact air pressure at all times. Safety check valve eliminates danger of 
excessive air pressure. Felt silencer and air cleaning pad in intake of compres- 


BOP CAO SAD HASe | 00s CYCLE 2AU-440> VOLE )aniisse ction view nece'e sie nia ane Fame re needle $300.00 

; 2—No. 67-C Imperial Hi-Duty paint spray guns, for flat or round spray, with one- 
| quart aluminum cup assemblies, wrench and cleaning! brushes.................... 57.70 

| 1—No. 72-C ten gallon galvanized material pressure feed paint container with hand 
| aeitatorsand-itisertrcontaitlercs cas wecug ena sea ee ike toon eee ane ES IRS 49.50 
! 1—No. 69-C Imperial water and oil separator regulating set..................000005 27.50 
/ 1—50 ft. length % in. corrugated heavy duty air hose with connections.............. 11.70 
| 2—25 ft. lengths 3s in. corrugated heavy duty air hose with connections.............. 9.00 
| 225 ft. lengths %4 in. fluid hose with connections.............ececececeecucecucevens 13.40 
] DEEN 09526 ait ACI USHNS: VALVES <i css Gu swicls «iv da sia POIs ok epee ee ee ah Rae ee 3.00 
| BeiNa a O7eee a uid: CLOT COCKS ated cos as ok Secs oa Lone ee A eee ce te Cee ae Aen 2.00 
NiGr 2O2CS COURIE COMPIELe sco suture: sc. sooibss. 0 wiareies aye. wa: bisis wai SNe gale nab oie w vishe aldose crust $473.80 


If above outfit is wanted with different type compressor motor or gas engine drive, order by the follow- 
ing outfit numbers: 


i Gamcies Cc i 1 

af: v / i mple re 

Cat. No, Motor Specifications cupie e rey is oe y 
26-CSH AC-1 ‘phase, 25 cycle; 110°or.220 volt. .c05. se vce ek $616.80 6-CSH $443.00 

26-CSF AC-1 phase, 60 cycle, 110 or 220 volt................005, 551.80 6-CSF 378.00 

26-CSE AC-3 phase, 25 cycle, 220 volt........:... ieee lore CeIn 534.80 6-CSE 361.00 

PEED = Direct: Cutrent,<220 WOlt> acu coscas casts ecu lac alcea ahs wena 620.80* 6-CSD 447.00* 


*Price includes starting rheostat 


SPECIFICATIONS 


Displacement Max. Shipping 
Motor Cu. Ft. per Min. Pressure Tank Length Width Height Weight 


, 


32s Bore 3%” Stroke 4” 90 Ibs. 55 gal. 52% vias 46” 650 Ibs. 


Note:—When ordering electric motor driven compressors be very sure to give the correct specifica- 
tions. If in doubt about the kind of current you use, get the information from your electric com- 
pany. State the voltage, whether A.C. or D.C., and if A.C., give the frequency or number of cycles, 
and the phase (either 1, 2, or 3). 


If different type electric motors are required than listed above, write for quotations. 
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Imperial 
Individual Air Compressors and Tanks 


’ Air 


Compressor 

: 

i 

Displacement Type of Power Max. Type of Automatic . t 

*-No. Cu. Feet Compressor Speed Required Pressure Belt Unloader Weight Price | 

per Min. Drive 

10-CS 8.17 1 cyl. air cool 500 R.P.M. 14-H.P. 90 1b. V_ Included 87 Ib. $ 62.50 / 
11-CS 11.2 2 cyl. air cool 800 R.P.M. 2-H.P. 90 1b. V_ Included 110 bb. 80.00 

12-CS 26.5 2 cyl. air cool 600 R.P.M. 5-H.P. 901b. V_ Included 160 lb. 163.00 } 

13-CS 67.8 2 cyl. water cool 600 R.P.M. 15-H.P. 150 tb. V~- Included 360 1b. 320.00 | 


All compressors are listed with minimum specification ratings which is found to be good practice by | 
the leading compressor manufacturers—the speeding up of a compressor beyond its rated speed in i 
order to increase its capacity is conceded not to be good practice and only tends to destroy its useful- | 
ness and service long before it becomes thoroughly efficient. In making a purchase of a new compres- 
sor, be sure and select your outfit with care, keeping in mind your future expansion. In so doing, you 
will benefit by the added service secured therefrom. 


¢ 


All of the above compressors are equipped with V Grooves in pulley for V Belt 
Drive. Use this valuable feature to avoid belt slippage and increase compressor 
efficiency and lower cost of operation. 


Note :—Special sizes on request. 


Air Receiving Tanks 


z Safe Working Shipping 
Cat: No. Diameter Length Capacity Pressure Price Weight 
17-CS 16 in. 49 in. 35 gal. 150 Ib. $34.00 104 Ib. 


18-CS 18 in. 48 in. 65 gal. 150 Ib. 54.00 195 Ib. 


These tanks are constructed from a seamless cold drawn steel shell having a 
convex integral end to which, is welded a concave bottom and includes inspec- 
tion opening as well as necessary pipe openings properly threaded so that pipe 
connections to compressor and other points can readily be made. Above prices 
include air gauge, safety valve and drain cock. For localities where A. S. M. E. 
specifications do not meet the conditions required by law, we can supply the 
required type on special order. Price, of course, will conform with the special 
requirements. 


Note :—Special sizes on request. 


+ 
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Imperial Spray Painting Equipment 
Sundries 


Heavy Duty 
Air Hose 


Imperial Corrugated Y 
Heavy Duty Air Hose 

was developed especially 

to meet the requirements 

of spray painting. It is made of pure gum 
rubber with braided fabric inserts which 
form a seamless hose. The corrugated 
black rubber cover resists wear and is 
impervious to paint. This hose is tested 
for bursting pressures far beyond those 
used in spray pairiting. It is flexible and 
non-collapsible. The Imperial name on 
each piece is a guarantee of highest 
quality. 


Air Hose and Connections 
No. 161-C 
AIR HOSE %” Inside Diam., Outside Diam. bath 
12 ft. length with connections.. 
: ft. length with Connections 
5 : 
30 
uy" Air Hb6e per ft. 
Air Hose Connections per set 
No 162-C 
ATR HOSE ie” Inside Diam., Outside Diam. 3%” 
12 ft. length with Connections............ $2.68 
15 ft. length with Connections............ 3.10 
Ves Ws length with Connections 
50. ‘ft. length with Connections 
vi” ead OSes ONLY” DET Leis. acciiesi ab eat eee 
is” Straight Connections per set 
No. 168-C 
AIR HOSE ¥%”" Inside Diam., Outside Diam. 43 
25 ft. length with Connections 
50 it. length with Connections 
¥%" Air Hose per ft 
3” Air Hose Connections per set 


IMPERIAL 


Flexible 
Fiuid Hose 


Imperial Fluid Hose has 

a composition inner tube 

ta that is absolutely imper- 

vious to the softening 

action of lacquer solvents—turpentine, 

distillate, gasoline, naphtha, etc. Swell- 

ing, softening and similar troubles will 

never be encountered where Imperial 

Fluid Hose is used. Great strength is 

given by the unique Imperial method of 

construction which insures longest life. 

Each piece is stamped with the Imperial 
name and is fully guaranteed. 


Fluid Hose and 
Connections 


No. 164-€ 
FLUID HOSE 3%” Inside Diam., Outside Diam. 
14” 


2 ft. length with Connections............ $3.28 
ft. length with Connections............ 3.85 
5 ft. length with Connections 
3%” Fluid Hose only per ft. 
3%” Fluid Hose Connections per set. ... 
No 165-C 
FLUID HOSE ¥%” Inside Diam., Outside Diam. 
HR". 
12 ft. length with Connections 
15 ft. length with Connections 
25 ft. length with Connections 
4" Fluid Hose only per ft 
Y%" Fluid Hose Connections per set 


Hose Adapters, Couplings and Connections 


No. 201-C Hose Connection, nut ma- 
chined 4” I. P. Thread. 

No. 201-C for is” inside diameter Hose 

No. 201-C for 1%4” inside diameter Hose 

No. 201-C for ws” inside diameter Hose 

Price—Each $0.24. 


No. 209-C Hose Connection, male thread 
machined, %4” I. P. Thread. 

No. 209-C for %” inside diameter Hose 

No. 209-C for is” inside diameter Hose 

No. 209-C for 3%” inside diameter Hose 

No. 209-C for %4” inside diameter Hose 

Price—Each $0.24. : 


Py 


Hose Connections 


Hose Couplings 
No. 150-C to No. 160-C 


Hose Adapters 
Yo. 140-C to No. 147-C 


. 125-C to No. 135-C 


Mal Fema! Price \. Male Male Price . Hose Female To fitinside To fit outside Price 
Thread Thread Each No. 2 Thread E y Size Thread diameter hose diameter hose Each 


4" air 14 a" to 346" 336" to 4" 
4" air 

i 

on Ae ye ii" ” 514," to 15, 
6" air y Ya" to 1846" 
cy AY fluid 1 < 21" to 4," 
age fluid 38 2” , ae. to vA6, 
34" i 3 21 Ll 
se fad fe be tie 
ir fluid 14" sg" to T4t 
14" fivid 54" yg to 14! 
14" fluid 7g" toy" — a" to 14" 
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Imperial Paint Spray Accessories 
No. 116-C Gravity Feed Material 


No. 100-C Respirator and Filter Pads 


The respirator prevents the 
inhaling of spray dust and 
will comfortably fit the 
contour of the operator’s 
face without interfering 
with his vision. 
The Ught aluminum shell 
has a rubber padding that 
rests against the face and 
the air that the operator 
breathes passes through a 
chemically-treated filter pad 
which absorbs the spray 
dust. 
The filter pad can be 
easily replaced and the adjustable elastic band 
holds the respirator in place. 
No. 100-C Respirator complete with 12 felt 
filter pads. Each 
No. 101-C Extra paper filter pads, per car- 
ton of 100 
No. 102-C Extra felt filter pads, per carton- 


No. 99-C Goggles 


These goggles are 
light, strong and 
perfect fitting. 
They are used when 
spraying overhead 
and in closely con- 
fined places. Plain 
glass lenses are 
easily removed for 
cleaning. 

No. 99-C Goggles, 
ACU coc $2.00 


Air Adjusting Valve 


The air adjusting valve (needle 
valve type) is used between 
the air hose and spray gun so 
that air adjustment may be 
made without stopping work. 
Furnished in two sizes—%4” 
standard pipe thread on both 
ends—'4” standard pipe thread 
on one end and %” standard 

pipe thread on the other end. 

No. 95-C Air Regulating Valve, 4”x4”, each $1.50 

No. 95-C Air Regulating Valve, 4”x%”, each 1.50 


Fluid Cut-Off Cock 


This fluid cut-off cock 

is used between the 

fluid hose and spray 

gun making it pos- 

: sible to remove the 

> ani without losing 
, the fluid already in 
the hose or forcing 

it back into the con- 

tainer. It has 44”—18 

male thread on one 

end and 54”—18 female thread on the other end. 


No, 97-C Fluid cut-off cock, each 


Container 


The Imperial gravity feed 
material container is con- 
structed of heavy alumi- 
num and has a capacity of 
four gallons. 

It is furnished with a heavy 
aluminum cover with nickel 
plated handle. The bottom 
of the container has 
rounded corners so that it 
is easily cleaned and the 
heavy bail handle has a re- 
tainer loop to hold the con- 
tainer in stationary position 
when attached to block and 
tackle hook. 

Each container has a leak- 
proof heavy brass bib-cock 
with lever shut off handle. 


No. 116-C Gravity feed material container 


‘a 


complete with bib-cock and cover. $4.50 


No. 117-C Bib-cock only 


No. 118-C Aluminum Funnel 


This is a heavy aluminum 
funnel that is especially 
designed for filling and 
straining the material used 
in material pressure feed 
containers. 

To prevent damage to the 
brass screen, a metal ring 
is securely soldered to the 
screen. It is easily re- 
moved for cleaning and the 
bowl of funnel holds one 
gallon above the screen. 


No, 118-C Aluminum Funnel, complete with 


screen, each 


No. 119-C Brass Screen with reinforced 
metal ring for No. 118-C, each.... 1.50 


Extra Feed Cups 
Where frequent color changes are re- 
quired it is very convenient to have 
additional feed cups. Air-tight covers 
can also be furnished. 
No. 110-C 1 qt. cup only for No. 
67-C spray gun, each. .$1.35 


No. 79-C Air-tight cup cover 
for No. 110-C, each.... .25 


. 112-C 24-0z. cup only for 


No. 77-C Junior spray gun, each. .$1.10 


No. 115-C Air-tight cup cover for No. 112-C, 


each 


No. 108-C Mason jar and cup assembly for 
No. 65-C and 75-C guns, each.... 2.00 


Bib-Cock 

This brass  bib-cock 
is especially adapted 
for use on Gravity 
Feed Material Con- 
tainers and is regu- 
larly furnished with 
No. 116-C Container. 
Has %” © standard 
male pipe thread on 
one end and 54”— 
18 thread on the 
other end. 


No. 117-C Bib-Cock 36”x5@”—18. 


es 
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Standard 6 ft. 
Spray Booth 
with Exhaust 
unit, with typ- 
ical attendant 
equipment. 


COMPA 


Imperial Paint Spray Booth 


All Imperial spray booths are constructed from 
sectional steel panels bolted together with 4x4 
in. round head stove bolts. Each panel is made 
from No. 22 gauge sheet steel spot welded to 1% 
x 1% x %&% in. angle iron and reinforced with 
1% x &% in. band iron. 


Slanting removable distributing plates are fur- 
nished with each booth and these plates diffuse 
the air currents to all parts of booth, thereby 
distributing the pull of fumes and vapors over the 
entire face area of the booth. Plates are easily 
removable for cleaning. 


The exhaust unit features are fully patented and em- 
body the-following advantages: Fan is direct driven 
being mounted directy on motor shaft. Specially con- 
structed Westinghouse motor with long sleeve bear- 
ing on exhause fan shaft end. Exhaust fan blades are 
cast aluminum non-sparking and may be easily re- 
moyed for cleaning. Motor is fully enclosed and does 
not come in contact with exhausting fumes. Motor 
compartment enclosure allows all heat from the motor 
to escape through vent pipe. Cold air is taken 
through a separate vent pipe for cooling motor, An- 
other important feature is the convenience of mount- 
ing exhaust unit so that outlet connection may be 
made in the most convenient place. Exhaust unit 
may be mounted directly on booth or may be mounted 
apart from booth such as roof pent house or outside 
wall mountngs as shown in sectional views below. 
The cutaway section shows the construction of this 
exhaust unit 


Imperial Spray Booths are approved by Underwrit- 
ers Laboratories and the National Board of Fire 
Underwriters. TYPE UL stamped on the name plate 
is their endorsement of this construction. 


Standard sizes are shown in_ specfication chart be- 
low. Special sizes built to order. Prices on request. 


Spray Booth Specifications and Prices 


Standard Floor Type 


Size, Specified by Width 
Standard Height 6 ft. 


Booth Coilplete with 
Distributing 


Complete Exhaust Unit, Fully Enclosed 


Size of Electric Motor and Efficiency 


and Fire Proof (Patented) of Unit 


2 Ft 
Depth 2 Ft. 


AC—220-440 volt, 3 phase.. 7 % H.P. Motor Driven Fan Unit; Displace- 


AC—110-220 volt, 1 phase... 


Direct Current, 


ment in Cu. Ft. of Free Air per minute at 1750 


110-220 volt. R.P.M.—-1.527 Ft. Anemometer Reading. 


3 Ft. 
Depth 3 Ft. 


4 Ft. 
Depth 4 Ft. 


5 Ft. 
Depth 5 Ft. 


Depth 6 Ft. 
6 Ft. 


Depth 8 Ft. 
8 Ft. 


10 Ft. 


12 Ft. 
Depth 12 Ft. 


Depth 10 Ft. 


PRICES ON APPLICATION 


Sectional Views Showing Various Type of Exhaust 
Unit Installations 


AC—220-440 volt, 3 phase. - 
AC—110-220 volt, 1 phase.. 


Direct Current, 


% H.P. Motor Driven Fan Unit; Displace- 
ment in Cu. Ft. of Free Air per minute at 1750 


110-220 volt. R.P.M.—2,432 Ft. Anemometer Reading. 


AC—220-440 volt, 3 phase.. 
AC—110-220 volt, 1 phase.. 


Direct Current. 


% H.P. Motor Driven Fan Unit; Displace- 
ment in Cu. Ft. of Free Air per minute at 1750 
R.P.M.—2,432 Ft. Anemometer Reading. 


110-220 volt. 


AC—220-440 volt, 3 phase.. 
AC—110-220 volt, 1 phase.. 


Direct Current, 


1 H.P. Motor Driven Fan Unit; Displace- 
ment in Cu. Ft. of Free Air per minute at 1750 


110-220 volt. R.P.M .952 Ft. Anemometer Reading. 


AC 


Direct Current, 


220-440 volt, 3 phase.. 
AC—110-220 volt, 1 phase.. 


Ln. Motor Driven Fan Unit; Displace- 
net in Cu. Ft. of Free Air per minute at 1750 


110-220 volt. P.M.—3,952 Ft. Anemometer Reading. 


AC—220-440 volt, 3 phase.. 


Direct Current, 


2 H.P. Motor Driven Fan Unit; Displace- 
ment in Cu. Ft. of Free Air per minute at 1750 


110-220 volt. R.P.M.—6,700 Ft. Anemometer Reading. 


AC—220-440 volt, 3 phase.. 


Direct Current, 


2 H.P. Motor Driven Fan Unit; Displace- 
ment in Cu. Ft. of Free Air per minute at 1750 


110-220 volt. R.P.M.—6,700 Ft. Anemometer Reading. 
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ect Current, 
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20-440 volt, 3 phase.. 
0-220 volt, 1 phase.. 


Two 1 H.P. Motor Driven Fan Units; Dis- 
placement in Cu. Ft. of Free Air per Minute at 
1750 R.P.M.—7,904 Ft. Anemometer Reading. 


PRICES ON APPLICATIOD 


110-220 volt. 


Note:—All booths have a 21-inch Exhaust Duct Opening excepting the 8, 10 and 12 fooths, which have a 25-inch opening. 
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The Sette Lock Lever Faucet is for steel drums, 
barrels, etc., and has a metal to metal seat. No 
packing to dry out. 


It closes automatically, easily locked in open or 
closed position and will hold naphtha, linseed oil, 
paints, lacquers, lacquer thinners, etc., without 
leaking. 


Sette Faucet 34 in. Iron Pipe Thread. Each $1.00 
No. 261-G Sette Faucet, 34-inch I.P:T., Each $1.00 


———= 


The Imperial Car Washer is strongly constructed 
of brass, with simple working parts and built to 
withstand hard usage. The trigger control air 
valve and water valves are conveniently located 
and any graduation from a solid stream of water 
to a fine mist can instantly be obtained. For 
maximum efficiency a minimum air pressure of 
160 Ibs. is recommended. 


No. 39-C Car Washer, Each 


The Imperial Motor Cleaner with the pistol grip 
handle operates with kerosene and compressed 
air, producing a powerful spray which will quickly 
remove dirt and grease from motors and mach- 
inery. Furnished with 6 ft. length flexible metal 
hose, trigger air valve and valve for adjusting 
kerosene supply. For maximum efficiency we 
recommend a minimum air pressure of 100 Ibs. 


No. 37-C Motor Cleaner, Each 


This Air Duster with pistol grip handle is a very 
valuable tool for any paint spray shop for blowing 
moisture, dust and dirt out of joints and surfaces 
béfore painting. 


No. 41-A Air Duster, Each 


This Air Nozzle is for use on compressed air lines 
to blow dirt, metal chips, clean gasoline and oil lines, 
etc. A simple and very effective air nozzle that fits 
comfortably in the palm of your hand. 

Has button control air valve, and the special com- 
position washers prevent leakage. 

Furnished in white nickel finish with two extra 
washers. 


No. 42-A_ Air Nozzle, Each 


EXTRA PARTS 


Nozzle only. No. 19873. Each § 
Washers only. No. 28776. Each .05 
If a %4-inch male iron pipe thread is desired at in- 
let also, order a No. 140-C Nipple. Each 


* 


This Spring Oiler (pistol grip type) is an essentiat 
tool ter every service station for oiling springs 
and other hard-to-get-at parts of the car. Oper- 
ates oil and compressed air, the oil being 
regulated by needle valve and the air by the 
trivwer valve allowing quick and easy adjust- 
ment. Oil container hold 1% pints. Operates ef- 
fectively 100 Ibs. air pressure. 


No. 35-C Spring Oiler, Each 


